How to Read the Neptune E-Coder® Register: 
You will need a flashlight or bright light to read your Neptune E-Coder® register. 


The meter will not display any information until 
you activate the LCD display by shining a bright 
light at the solar panels. 





Once activated the meter will toggle between 
reading and rate of flow. 





Reading Screen - Shows the current read with 


comma Separators and decimal place, after Meter head prior to activation with bright light 
initial activation this screen displays for 20 
seconds before toggling to Rate Screen. Explanation of symbols on LCD display 










toggles back to the read screen. 


Rate Screen/Flow Rate - When the screen * 
toggles, the rate of flow 1s visible. Then it 


sgpsagags 





For more information on the E-Coder and its features please visit: 


